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OXC20 16: 
Cory of 6 
25X1A 1 oy =e 1961 


25X1A 
Attention: [xy 
Gentlemen : 

As requested in your letter dated July 17, 1961 authority 1s 
granted under Contract “9. 65.2841 to purchase the fallowing 
equipment as direct charges ito the contract: 

2 ea. H-P Signs] Generetor, 6168 33,900.00 

2 en. Coax-to-waveyulde adapter, 56015 190.00 

1 ea, Calibrated Wavegeide sttenuateor, S155A 170.00 

i ea. Adjustabie S:ort, S502A 95.60 

2 ea. Hybrid Tees, S622: 240.09 

1 ea. Standard Gafn Horn, S638 75069 

i ea. VORR Indieator, TP 415B 200.00 

i ea. Crystal Fount, dF 4208 

cb, 855.00 
It is understocd ti.at this equipaent is to be leaned te ka nce 
wader their Contract Ne. (3-200 with us. This equipment should 32 
handled as GFP with preaper receipts exeouted and sent to Lt.cel. ici: 
25X1A ME at the depot to maintain proper accountability. 
| Very truly yours, 
S\GNES 
Contracting Officer 
25X1A 
« 
ge 1961 
3 AUG 1961 


PD DATE 
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